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KOHLER CO. 


CONCEALED FITTINGS 
for 

VICEROY, IMPERATOR, CARDINAL and UNIVERSAL 
BATH TUBS. 


Low Bell, Top Bell or Top Nozzle. 
With N. P. or China Escutcheons. 


REGULAR, with 2J4" waste, 24” valves and 
nections. 

Fuller 


In end wall.$46.10 

In side wall near end. 47.20 

In side wall at center. 48.90 


brass con- 

Comp. 

$41.70 

42.80 

44.50 


SPECIAL COMPRESSION. 

With 2" waste, valves and galvanized connections. 


In end wall.$30.20 

In side wall near end. 31.40 

In side wall at center. . 33.00 

If with brass instead of galvanized connections, add. 5,59 

Special heavy pattern rough Connected Waste and Over¬ 
flow for tiled-in baths. g 00 

For china bell instead of N. P. brass bell, add. j gQ 


For hose and spray with wall hook, for top nozzle fit¬ 
tings, add . 


EXPOSED FITTINGS 
for 

VICEROY, IMPERATOR and UNIVERSAL Bath Tubs. 

Top Nozzle or Top Bell. 

REGULAR, with 2J4” waste, 24” valves and 24” supplies. 


Fuller 


At end .$53.80 

At side near end. 54.90 

At side in center. 56.60 


For y 2 " instead of 24” supplies, deduct. 

For low bell instead of top nozzle or top 
bell, add . 


Comp. 

$48.30 

49.40 

51.10 

2.20 

1.10 


SPECIAL COMPRESSION. 


With 2" waste, valves and J4” supplies. 


At end . 

At side near end.. 

At side in center.* ’ 

For low bell instead of top nozzle or top bell, add. 

For china bell instead of N. P. brass bell, add. 

For hose and spray with wall hook, for top nozzle fit¬ 
tings, add . 


$41.20 

42.30 

44.00 

1.10 

1.80 


2.00 
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EXPOSED FITTINGS 
for 

CARDINAL Bath Tubs. 

Top Nozzle or Top Bell. 

REGULAR, with 224" waste, 24" valves and 24" supplies. 


Fuller Comp. 

At end .$51.30 $45.80 

At side near end . 52.40 46.90 

For 24" instead of 24" supplies, deduct. 2.20 

For low bell instead of top nozzle or top 
bell, add . 


SPECIAL COMPRESSION. 

With 2" waste, *4" valves and 24" supplies. 

At end .$^8.70 

At side near end. 39.80 

For low bell instead of top nozzle or top bell, add. L10 

Special heavy pattern N. P. Connected Waste and Over¬ 
flow for Cardinal Baths. 8.50 

For china bell instead of N. P. brass bell, add. 1.80 

For hose and spray with wall hook, for top nozzle fit¬ 
tings, add . 2.00 


THRU-RIM FITTINGS for IMPERATOR Baths. 


Compression Only. 


Top bell or top nozzle, thru end rim. 

Low bell, thru end rim. 

Top bell or top nozzle, thru center of side rim 

Low bell, thru center of side rim. 

For supplies to wall, add. 

For supplies to floor, add. 

For china bell instead of N. P. brass bell,'add 


$41.70 

42.80 

44.50 

45.60 

9.90 

5.00 

1.80 


For hose and spray with wall hook, for top nozzle fit¬ 
tings, add . 


2.00 


FITTINGS for IMPERATOR, VICEROY and ALCOVE 
Bath Tub Combinations 
Shown in KOHLER OF KOHLER Book. 


(Curtain and curtain rail not included.) 

Combination fixture for Plate F-8-SJ . 

Combination fixture for Plate F-10-DJ . 

Combination fixture for Plate F-12-J . 

Shower fixture for Plate F-14-J. 

Bath fixture for Plate F-14-J.... 

Combination fixture for Plate F-16-TJ . 

Combination fixture for Plate F-86-TJ . 

Connected Waste and Overflow for Plate F-86-TJ.. 


$98.30 

72.20 

72.20 
20.90 

32.20 
54.00 
54.00 

8.00 
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KOHLER CO. 


K-1600 

K-1602 

K-1610 

K-1612 


K-1620 

K-1622 

K-1630 

K-1632 


K-1640 

K-1650 

K-1652 


K-1660 


K-1666 

K-1668 

K-1670 

K-1672 

K-1680 

K-1682 

K-1690 

K-1692 

Needle 


K-1700 

K-I705 

K-1710 

K-1715 


K-1720 


SHOWERS. 


$95.00 


. 85.00 

With 24 in. ring. 77.80 

With 30 in. ring. 82.10 

With 24 in. ring.^. 87.80 

With 30 in. ring... 92.10 

If without shampoo, deduct. 7.20 

. 129.20 

. 134.10 

With 24 in. ring. 76.00 

With 30 in. ring. 80.90 

With 24 in. ring. 65.10 

With 30 in. ring. 70.00 

If without shampoo, deduct. 7.50 

. 24.20 

. 54.80 

. 54.80 

If with supplies to floor, add. 9.90 

If without shampoo, deduct. 7.00 

.•... 45.10 

If with supplies to floor, add. 11.00 

If without shampoo, deduct. 7*30 

(No. curtain rail or curtain included).... 100.30 

(No curtain rail or curtain included).... 100.30 

(No curtain rail or curtain included).... 98.30- 

(No curtain rail or curtain included).... 98.30 

(No curtain rail or curtain included).... 38.90 

(No curtain rail or curtain included).... 38.90 

(No curtain rail or curtain included).... 20.90 

(No curtain rail or curtain included).... 20.90 

shower, with mixer, for K-93 Receptor. . 115.20 


CURTAIN RAILS. 


Special Corner Rail. $23.40 

Angle Rail .. 23.40 

“U” Rail . 25.00 

Straight Rail, 34 and 40 in. sizes. 7.80 

54, 60, 66 and 72 in. sizes... 10.90 

SHOWER CURTAINS. 

36 in. size. $ 4.40 

42 in. size. 5.20 

54 in. size. 6.60 

60 in. size. 7.30 

66 in. size. 8.10 

72 in. size. 8.80 

96 in. size. 11.70 
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SUPPLY AND WASTE FIXTURES. 


K-J.750 


K-1752 


K-1760) 

K-1762) 

K-1770 


K-1772 


K-1790 


K-1792 


K-1800) 

K-1805J 

K-1810 


K-1812 


K-1830 

K-1840 

K-1850 

IC-1851 

K-1860 

K-1861 

K-1870 

K-1871 

K-1872 

K-1873 


For large Roman pattern baths. $51.20 

For 3 in. rim Roman pattern and all other 

baths . 49.50 

For large Roman pattern baths. 53.40 

For French pattern baths. 51.70 

If with 54 in. supplies, add. 2.20 

Concealed at end. 46.10 

Concealed at side near end. 47.20 

Concealed at side in center. 48.90 

For large Roman pattern baths. 50.10 

For 3 in. rim Roman pattern and all other 

baths . 48.40 

For large Roman pattern baths. 52.30 

For French pattern baths. 50.60 

If with 54 in. supplies, add. 2.20 

For large Roman pattern baths. 45.60 

For 3 in. rim Roman pattern and all other 

baths . 43.90 

For large Roman pattern baths. 51.60 

For French pattern baths. 49.90 

If with 54 in. supplies, add. 2.20 

Concealed at end. 41.70 

Concealed at side near end. 42.80 

Concealed at side in center. 44.50 

For large Roman pattern baths. 44.40 

For 3 in. rim Roman pattern and all other 

baths . 42.70 

For large Roman pattern baths. 50.50 

For French pattern baths. 48.80 

If with 54 in. supplies, add. 2.20 

For 3 in. rim baths. 54.00 

For 3 in. rim baths. 48.40 

If with 54 in. supplies, add. 2.20 

. 49.20 

. 48.40 

If with ^4 in. supplies, add. 2.20 

. 43.50 

. 42.70 

If with 54 in. supplies, add. 2.20 

' 45.30 

..!. 44.50 

. 46.40 

. 45.60 

If with 54 in. supplies, add. 2.20 


K-1880 39.70 

K-1881 38.90 

K-1882 40.80 

K-1883 40.00 

If with 54 in. supplies, add. 2.20 

Compression low bell foot and sitz bath fixtures.... 30.70 

Compression Infanta fixture. 35.10 
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KOHLER CO. 


BATH FIXTURES AND FITTINGS. 

K-1890 No. 4^4 Fuller cock with offset supply- 

pipes . $12.00 

K-1892 No. 4^4 Fuller cock with tailpieces for 

lead pipe . 5.50 

K-1895 Secret waste with indexed solid china 

knob, 

For regular baths, 

With 2 in. waste barrel. 14.70 

With 2J4 in. waste barrel. 16.50 

For Cardinal baths. 18.70 

For large Roman pattern baths. 17.60 

K-1896 Secret waste with rim flange. 19.10 

K-1900 Connected waste and overflow, 

For baths on legs. 6.00 

For baths on base. 7.20 

K-1905 Common overflow and waste. 2.80 

K-1910 China bell . 3.00 

K-1915 Rubber hose and shampoo spray. 2.20 

MIRRORS. 

K-1940 12x18 in. size. 7.50 

F-1940 14x 20 in. size. 9.10 

16x20 in. size. 10.00 

16x24 in. size. 12.10 

18x24 in. size. ' . 13.30 

18x30 in. size. 15.00 

20x30 in. size. 19.10 

K-1942 12x18 in. size. 11.40 

14x24 in. size. 15.20 

16x24 in. size. 17.10 

18x30 in. size. 22.80 

K-1945 12x 18 in. size. 12.00 

F-1945 16x20 in. size. 15.20 

16x24 in. size. 17.10 

18x24 in. size. 19.00 

18x30 in. size. 24.00 

K-1946 12x18 in. size. 7.50 

14x20 in. size. 9.10 

16x20 in. size. 10.00 

16x24 in. size.».. . 12.10 

18x24 irv size. 13.30 

18x30 in. size. 15.00 

18x36 in. size.• 20.80 

20x30 in. size. 19.10 

22x33 in. size. 26.60 

24x30 in. size. 21.20 

28x36 in. size. 38.20 

K-1950 18 in. size. 11.60 

22 in. size. 16.60 

K-1952 18 in. size. 17.10 

22 in. size. ... 22.80 

K-1955 .... ..... 45.60 
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MEDICINE CABINETS. 


K or F-1970 




$26.70 

K-I972 




23.10 

F-1974 




30.90 

K-1975 




37.40 

K-1977 




33.80 

GLASS SHELVES. 




F-1978 

18x5 in. size. 



6.10 


24x5 in. size. .... 



7.00 


30x5 in. size. 



8.10 


36x5 in. size. 



9.10 

K-1990 

18x5 in. size. 



7.60 


20x5 in. size. 



7.80 


24x5 in. size. 



8.00 


30x5 in. size. 



8.90 

K-1992 

18x5 in. size. 



6.80 


20x5 in. size. 



7.00 


24x5 in. size. 



7.20 


30x5 in. size . 



8.00 


For N. P. Rails, add: 





18 in. size. 



2.70 


20 in. size. 



2.90 


24 in. size. 



3.00 


30 in. size. 



3.30 

K-1995 

10 in. size . 



6.20 


12 in. size. 



7.10 


14 in. size. 



8.00 

K-1997 

10 in. size. 



5.40 


12 in. size. 



*6.20 


14 in size. 



7.10 


HAND RAILS. 




F-1998 

18 in. size. 



5.60 


24 in. size. 



6.20 



l l A in. 

V/ 4 in. 

1 in. 

K-2001 

18 in. size. 

. .$10.90 

$ 8.80 

$5.00 


20 in size. 

. . 11,40 

9.00 

5.20 


24 in. size. 

. . 11.90 

9.50 

5.70 


30 in. size. 

. . 12.30 

10.00 

6.20 

K-2002 

18 in. size. 


10.90 

4.70 


20 in. size. 


11.40 

4.90 


24 in. size. 


12.30 

5.20 


30 in. size. 


13.80 

5.70 

K-2003 

18 in. size. 


8.80 

4.60 


20 in. size. 


8.90 

4.80 


24 in. size. 


9.50 

5.00 


30 in. size. 


10.10 

5.30 

F-2004 

18 in size. 



4.80 


24 in. size. 



5.30 


30 in. size. 



5.80 


36 in. size. 



6.60 
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KOHLER CO. 


K-2006 


K-2007 


K-2008 


K-2009 


K-2011 


K-2012 


K-2013 


TOWEL RACKS. 


18 in. size. 
20 in. size. 
24 in. size. 
30 in. size. 

18 in. size. 
20 in. size". 
24 in. size. 
30 in. size. 

18 in. size. 
20 in. size. 
24 in. size. 
30 in. size. 

18 in. size 
20 in. size. 
24 in. size. 
30 in. size. 
36 in. size. 
48 in. size. 
60 in. size. 
72 in. size. 

18 in. size. 
20 in. size. 
24 in. size. 
30 in. size. 
36 in. size. 
48 in. size. 
60 in. size. 
72 in. size. 

18 in. size. 
20 in. size. 
24 in. size. 
30 in. size. 
36 in. size. 
48 in. size. 
60 in. size. 
72 in. size. 

18 in. size. 
20 in. size. 
24 in. size. 
30 in. size. 
36 in. size. 


1 in. 

M in. 

114 in. 

114 in. 

$3.60 

$3.00 

$10.50 

$13.80 

3.80 

3.20 

11.00 

14.30 

4.10 

3.40 

12.40 

15.70 

4.70 

3.90 

14.70 

18.10 

3.40 

2.80 

8.80 

11.80 

3.60 

2.90 

9.30 

12.40 

3.90 

3.10 

10.30 

13.50 

4.40 

3.50 

11.60 

15.20 

3.30 

2.60 

6.60 

10.10 

3.40 

2.70 

7.00 

10.50 

3.70 

2.90 

7.50 

11.20 

4.10 

3.20 

8.20 

12.40 


7.40 

7.60 

7.90 

8.50 

9.00 

11.40 

12.50 

13.50 

7.20 
7.40 
7.60 

8.20 

8.70 

11.00 

11.90 

12.80 

11.00 

11.20 

11.40 

12.00 

12.50 
14.80 

15.70 
16.60 

14.70 
15.20 

15.70 
16.60 
17.60 
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TOWEL RACKS (Continued). 

K-2014 18 in. size. $14.30 

20 in. size. 14.70 

24 in. size. 15.20 

30 in. size. 16.20 

36 in. size. 17.10 

K-2016 18 in. size. 13.80 

20 in. size. 14.30 

24 in. size. 14.70 

30 in. size. 15.70 

36 in. size. 16.60 

K-2017 Three arm . 1.90 

K-2018 Two arm. 1.60 

K-2019 One arm . 1.30 

K-2021 20 in. size. 7.00 

24 in. size. 7.50 

BATHROOM FIXTURES. 

K or F-2031 Bathroom stool . $ 7.20 

KorF-2036 Towel basket. 22.50 

KorF-2038 Towel basket, 1014x18 in. size. 16.00 

12 x20 in. size. 18.20 

K or F-2042 Combination sponge holder and soap dish 3.00 

If for extra wide rim bath tub, add. .50 

K or F-2046 Soap dish, 5x3 in. size... 2.70 

6x3j4 in. size. 3.80 

If for extra wide rim bath tub, add.70 

K or F-2048 Soap dish holder, with china soap dish.... 3.00 

F-2050 Soap dish holder, with soap dish. 2.70 

K-2052 Soap dish holder, with china soap dish.... 3.00 

K-2054 Soap dish, 4^x3 in. size. 2.90 

in. size. 3.30 

K-2056 Sponge holder, 5j4x4 in. size. 1.90 

624x5j4 in. size . 2.90 

F-2057 Combination shelf with tumbler holders, 
mug and tumbler: 

18x5 in. size. 9.60 

24x5 in. size. 10.50 

30x5 in. size. 11.60 

36x5 in. size. 12.60 

K-2058 Combination glass shelf with tumbler 

holders, tooth brush vase, glass tumbler 
and towel rack, 

24x5 in. size. 18.70 

30x5 in. size. 2o!o0 

K-2059 Combination glass shelf with tumbler 

holders, tooth brush vase, glass tumbler 
and towel rack, 

24x5 in size. 16.90 

30x5 in. size. 18^20 

F -2060 Tumbler holder with tumbler. 2.80 
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KOHLER CO. 


BATHROOM FIXTURES (Continued). 

K-2062 Tumbler holder . $ 1.90 

F-2063 Tooth brush holder. 3.60 

K-2064 Tooth brush holder with rack and vase.. 3.80 

If with glass tumbler instead of china 

vase, deduct . .50 

F-2066 Robe hook . 1.80 

K-2068 Robe hook . .40 

K-2069 Bathroom scale . 66.50 

K-2071 Bathroom scale . 85.50 

F-2071 Roll toilet paper holder. 1.80 

KorF-2072 Toilet paper holder. 1.60 

K-2074 Toilet paper holder. 5.20 

F-2075 White enameled bath seat. 4.80 

K or F-2076 White enameled bath seat. 3.30 

K-2077 Mahogany seat . 3.30 

K-2078 Oak seat . 2.40 

LAVATORY FIXTURES. 

Large Small 


K-2130 Combination fixture . 25.20 20.90 

If with china escutcheons, same price. 

If with hose attachment, add. 1.20 1.80 

K-2134 Fuller faucets, with china base, per pair.. 17.00 

IC-2135 Fuller faucets, with china handle, per pair 11.00 

K-2141 Fuller faucets, with china handle, per pair 6.30 

K-2145 No. 0 Fuller faucets, per pair. 5.10 

K-2155 Compression faucets, with china handle, 

per pair . 7.50 

K-2157 Low compression faucets, per pair. 3.60 

K-2159 Self-closing faucets, per pair. 9.20 

K-2161 Self-closing faucets, per pair. 8.60 

K-2165 Fuller double bracket shampoo cock. 12.40 

K-2166 Fuller double basin and shampoo cock... 24.80 

K-2167 Compression double basin and shampoo 

cock . 26.00 

K-2168 Fuller double shampoo cock. 14.40 

K-2169 Compression double shampoo cock. 13.90 

Combination compression supply and lift waste fixture 

as shown in Plates F-145-PA and F-275-P. 16.50 

Concealed supply and lift waste fixture with mixer as 

shown in Plate F-271-FA. 30.00 

For loose key concealed controlling valves, add. 9.00 

Combination concealed supply and lift waste fixture with 
compression valves and supply connections for Plate 
F-272-P . 23.00 

Combination concealed basin, shampoo and lift waste 
fixture with mixer and supply connections for Plate 
F-797-F .. 48.20 
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LAVATORY FIXTURES (Continued.) 

Fittings for Seville and Beaufort lava¬ 
tories, 

Double waste connection, 

For lavatories with patent over¬ 
flow . $10.60 

For lavatories with secret wastes 7.10 

Bottle trap, less vent. 8.00 

6-way supply connection with 

supply pipes to floor. 28.70 

Fuller combination basin and shampoo 

fixture for K-795 Lavatory. 32.00 

Fittings for Burlington and Gary Lava¬ 
tories, 

Continuous waste pipe with waste 
plugs and trap, 

For 8 lavatories. 82.50 

For 6 lavatories. 64.40 

For 4 lavatories. 46.30 

Glass towel shelf, with supports, 

For 8 lavatories. 60.60 

For 6 lavatories . 45.40 

For 4 lavatories. 33.00 

LAVATORY SUPPLY PIPES. 

Y% in. ^4 in. 

K-2170 Per pair . $ 4.70 $ 6.20 

K-2175 Per pair . 9.40 10.50 

K-2180 Per pair . 10.40 12.70 

K-2185 Per pair . 14.80 18.70 

K-2190 Per pair . 4.70 6.20 

K-2195 Per pair . 9.40 11.00 

K-2198 Per pair . 10.50 12.70 

K-2200 Per pair . 14.S0 18.70 

N. P. BRASS TRAPS. 

1% in. \y 2 in. 

K-2220 “P” trap. $ 3.80 $ 4.50 

If with vent, add .1.50 2.60 

K-2240 “S” trap, with vent . 5.80 7.50 

If without vent, deduct. 1.40 2.60 

K-2241 Offset “P” trap, with threaded outlet 4.40 5.60 

K-2242 Offset “P” trap. 4.50 5.90 

K-2243 Adjustable “S” trap, with vent..... 6.00 7.50 

If without vent, deduct. 1.20 2.00 

K-2244 Adjustable “P” trap, with vent.... 5.50 7.10 

If without vent, deduct. 1,40 2!40 

LAVATORY WASTES. 

_ _ 1^4 in. 2 in. 

K-2245 Secret waste . $ 6.30 $ 6.70 

K-2250 Secret waste .•_ 6.30 6.70 

If with indexed solid china knob, add .30 ^30 
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KOHLER CO. 


LAVATORY WASTES (Continued). 

K-2261 Lift waste . $7.10 

K-2262 Lift waste . 7.70 

K-2263 Lift waste . 7.10 

K-2271 Lift waste . 7.50 

K-2272 Lift waste . 6.90 

K-2273 Lift waste . 6.90 

LAVATORY FIXTURES. 

K-2280 Continuous waste pipe, with 1J4 in. inlets and 
slip joint connections: 

l J /i in. \y 2 in. 

2- branch... $ 6.10 $ 7.20 

3- branch. 9.90 11.90 

4- branch. 13.70 16.60 

5- branch. 17.50 21.30 

6- branch. 21.30 26.00 

8-branch. 28.90 35.40 

Note: For prices on \ l / 2 in. continuous waste pipes with 
1 V* in. inlets, for laundry trays, see page 15. 

K-2305 Patent overflow plug. $ .80 

K-2307 Common overflow plug. 1.20 

K-2309 Patent overflow plug, with offset tailpiece 3.20 

K-2311 Cock hole cover. .50 

K-2314 Chain stay bolt. .10 

WASH SINK FIXTURES. 

Galvanized supply arrangement, less bibbs and soap 

dishes, for 4, 5 or 6 ft. F-918-A wash sinks.,. $14.00 

Galvanized supply arrangement for F-918-G or F-918-K 
wash sinks, 

4 ft. size. 2.40 

5 ft. size. 2.60 

6 ft. size. 2.80 

Galvanized supply arrangement for F-918-N wash sinks, 

4 It. size. 3.40 

\ . 4.50 

o ft. size. 4.70 

Galvanized supply arrangement for F-918-V wash sinks, 

4 ft size.. 4.00 

5 ft. size...]’ 4.60 

6 ft. size .’ 4.80 
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WASH SINK FIXTURES (Continued). 

N. P. brass or enameled cast iron soap dishes. $ 1.80 

Y. 2 n finished brass compression bibbs, each. 1.10 

Liquid soap dispensers, per pair. 12.00 

24" rough N. P. brass anti-scalding mixer. 35.50 

1J4" painted iron “P” trap, with iron pipe female 

threaded outlet .:. 2.00 

1 y 2 " painted iron anti-syphon drum trap, with iron pipe 

female threaded inlet and outlet. 2.70 

\/z" painted iron bottle trap with iron pipe female 

threaded outlet . 2.50 

FOUNTAIN FIXTURES. 

K-2316 Combination swing arm bubbler, with 

compression cock . $14.60 

K-2317 Combination swing arm bubbler, with 

Fuller sink bibb. 13.70 

K-2318 Swing arm bubbler, with Fuller cock.... 8.50 

K-2321 Swing arm bubbler, with Fuller cock.... 9.60 

K-2322 Swing arm bubbler, with push button... 11.40 

K-2323 Swing arm bubbler, with loose key stop. 10.40 

K-2326 Self-closing bubbler, for pan fountains.. 10.60 
K-2327 Self-closing bubbler, for fountains with 

integral waste strainer. 10.00 

K-2330 Continuous flow bubbler, for pan foun¬ 
tains . 5-20 

K-2331 Continuous flow bubbler, for fountains 

with integral waste strainer. 4.20 

If with china instead of N. P. brass 

bubbler, add . 2.50 

K-2334 Galvanized supply and waste pipes for 
enameled pedestal fountains, 

30 in. size. 2.50 

36 in. size. 4.00 

K-2335 Galvanized supply and waste pipes for 
pipe standard fountains, 

30 in. size. 2.10 

36 in. size . 2.30 

Self-closing wheel-handle faucet. 5.10 

Combination supply and waste connection 
with reversible supply pipe, for Tahoe 

and Yosemite fountains. 14.60 

in. continuous supply pipes with loose 
key stop, for K-961 to K-965 fountains, 

2- branch. 11.00 

3- branch. 13.10 

4- branch. 15.90 

y in. continuous supply pipe, with loose 

key stop, for K-967 fountain. 13.10 

Double waste connection for Elkhart 

fountain . ' . 7 ,iq 
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KOHLER CO. 


SINK FIXTURES. 

K-2350 Fuller sink bibbs, per pair. $ 5.20 

If with china handles, add, per pair. 1.20 

If with spout threaded for hose, add, each .20 

K-2355 Compression sink bibbs, per pair. 8.30 

If with indexed china 4-arm handle, add, 

per pair. .80 

If with spout threaded for hose, add, each .20 

K-2382 Open strainer . 1.00 

K-2384 Plug strainer with rubber stopper. 1.20 

K-2386 Patent overflow strainer with rubber 

stopper . 1.40 

K-2396 Open strainer for lead pipe connection.. .. 1.00 

K-2398 Plug strainer, with rubber stopper for lead 

pipe connection . 1.20 

K-2401 Patent overflow strainer, with rubber 

stopper for lead pipe connection. 1.40 

K-2402 Open strainer, threaded for iron pipe.... 1.00 

K-2404 Plug strainer, with rubber stopper, thread¬ 
ed for iron pipe. 1.20 

K-2406 Patent overflow strainer, with rubber 

stopper, threaded for iron pipe. 1.40 

Combination supply fixture with compres¬ 
sion valves for K-1011, K-1033 and 

K-1034 sinks . 17.00 

Secret waste with wall support for K-1033 

and K-1034 sinks . 10.00 

CLOSET FIXTURES. 

K-2410 2 in. closet spud. .00 

K-2415 134 in. reducer. .40 

1 Yz in. reducer. .50 

RUBBER DRAINBOARD MATS. 

K-2418 For 16x18 in. drainboards. 2.30 

F-2418 For 18x18 in. drainboards. 2.40 

For 20x18 in. drainboards. 2.50 

For 22x18 in. drainboards. 2.80 

For 16x24 in. drainboards. 2.80 

For 18x24 in. drainboards. 3.10 

For 20x24 in. drainboards. 3.30 

For 22x24 in. drainboards. 3.50 

K-2419 For 20x18 in. drainboards. 2.30 

F-2419 For 20x20 in. drainboards. 2.60 

For 20x24 in. drainboards. 2.80 

For 22x24 in. drainboards. 3.30 
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LAUNDRY TRAY FIXTURES. 

\y 2 in. continuous waste pipes with \ J / 2 in. 


inlets and slip joint connections, 

2- branch . $ 8.20 

3- branch . 11.00 

4- branch . 13.80 

K-2422 Fuller bibbs, per pair. .5.60 

K-2423 Compression bibbs, per pair. *4.50 

K-2424 Compression stub pattern bibbs, per pair.. 2.70 

K-2425 End wringer holder. 4.70 

K-2427 Wringer holder for flat rim laundry trays 3.60 

K-2429 Wringer holder for roll rim laundry trays 3.60 

K-2432 Ball bearing wringer. 9.40 

Hinged ash combination drainboard and 
cover for IC-1253 and IC-1254 combina- 
tions . 12.30 

CLOSET SEATS. 

K-2450 Golden oak finish. 4 

K-2451 Special white finish.12.70 

K-2452 Genuine mahogany . ’ ’ * ’ * 

K-2453 Imitation mahogany .* 4*^0 


FIXTURES FOR CLOSET COMBINATIONS. 


Supply pipes for high tank closet combinations. 

Flush pipes for high tank closet combinations. 

Tank fittings with automatic seat action arrangement and 

seat for K-1411 to K-141S combinations...". 

Tank fittings with automatic seat action arrangement seat 
supply and flush pipes, for K-1425 to IC-1430 combina¬ 
tions .. 

For elevated ball cock, instead of regular, add.. 

For china indexed stop on supply pipe, add. 

For offset instead of elbow flush connection, add. 


5.80 

6.80 

26.50 


55.00 

.80 

2.10 

.30 


FLUSH PIPES WITH LOOSE KEY STOPS 
For K-1471 and K-1472 Urinals. 


24 

in. 

size 

30 

in. 

size 

36 

in. 

size 

42 

in. 

size 

48 

in. 

size 


N. P. Brass Finished Brass 


$ 6.10 

$ 5.70 

6.60 

6.20 

7.10 

6.70 

. 7.60 

7.10 

. 8.20 

7.60 
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KOHLER CO. 


FLUSH PIPES FOR K-1477 AND K-1478 
Urinal Combinations. 

N.P. or 
finished 
brass. 

24 in. size. $12.40 

30 in. size. 13.00 

36 in. size. 13.60 

42 in. size. 14.20 

48 in. size.; 14.90 

60 in. size. 16.10 

Inside fittings for tanks in K-1477 and .K-1478 urinal 

combination . 9.30 

FITTINGS FOR OLD STYLE OUTLET SINKS. 

K-2375 N. P. brass open sink strainer. $ .20 

K-2377 Enameled iron open sink strainer. .20 

K-23S0 N. P. brass plug sink strainer with rubber 

stopper ..50 

K-2385 1 in. brass sink bolt, with N. P. head. .. . .04 

K-2390 2k+ in. iron coupling bolt. .02 

K-2395 Iron sink coupling for lead pipe. .05 

K-2400 Iron sink coupling threaded for iron pipe .30 
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